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Programmable Time Switch 

Programs up to 6 Daily or Weekly ON/OFF cycles 


Features: 


Program up to 12 ON /OFF (6 ON & 6 OFF) 
switchings per day or week 

Program for individual days or M on-Fri, 
M on-Sat, M on-Sun, Sat- Sun 

Easy to install and operate 

Three-prong plug and socket for connection 

LCD displays day, time and program function 

"Override" interrupts existing program 

Built-in real time clock with 1 year battery backup 

M aintains memory for one year, U L listed 
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Display Height: 


0.3" (7.6mm) 


Switching Capacity: 


15A 


Reserve Power: 


Power: 


115VAC 60Hz 


Switch Settings: 


12 programs per week (6 ON, 6 OFF) 


Programs: 


Switching Interval: 


Individual days or Mon-Fri, Mon-Sat, Mon-Sun, Sat-Sun 


1 minute minimum ON/OFF time 


Dimensions/ Weight: 


2 x 4 x 3" (51 x 102 x 76mm)/ 5.3oz (147.' 



Ordering Information: 

375475 Plug-In Programmable Time Switch 
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